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1. In cay 192, 'Neinrich Rau, forser heat of the DDR State Plaming 
Cormission, ordered the Zentralant flr Forschun- und Techni’c (CAPT 
tc conduct research on a synthetic materlal for pipes destinod to 
transmit low and hich oressure gas, The reason for the order is the 
State Planning Cormission's oroject for seniin: gases fron the 
Lauchhasiner coe plant to the Mesa steel works, The pines are to 
oe made from synthetic material because the UDR is short of scanless 
steel nines; Mast Germany is not able to manufacture scanless stcel 
Dives with a diameter exceeding 23) millimeters, 


2. The special order from tau followed Shortly the failure of tests 
made with Vinidur pines at the Arnstadt 9 ~nurinvia, tags works. A 
5SW-meter test len-th of ‘inidur pine Slew up when subjected to 
nvessure of four atmospheres. Vinidur is a synthetic based on polyvinyl 
chloride which is produced by the Bitterfeld combine. 


3. Following the exologion, hich pressure cxvoriments at Arnstact were 
stomped, Tosts with vressures un to ore atmosphere, however, are continuing. 
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